VIOLA
does. It is to be noted that the custom of doubling the parts of Viola and Sebastian which was followed by Miss Kate Terry and Miss Neilson was departed from by Ellen Terry, her brother, Mr. Fred Terry, playing Sebastian. His likeness to his sister, and the happy way in which he managed to reproduce her voice and manner made his performance one of curious interest. "Twelfth Night53 wras played for the last time at the Lyceum on the 22nd of August and was followed by performances of the principal plays in Irving's repertoire previous to a second American tour which commenced at the Opera House, Quebec, on the 3Oth of September, 1884, and concluded at the Star Theatre, New York, on the 4th of April in the following year.
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